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p"    .        .        .    Resistance in architrave of a U (ohms /_).

P              .        .In oscillating-current theory, half the resist-

ance of the circuit (ohms).
Also in plane-cylinder theory, the resistivity
of the environing medium (absohrn-cni.).

S              .        .A Fourier-series, equivalent to an impressed

rectangular e.m.f. (volts /_).

s, slt >o      .        .    Distances measured along a curve (cm.).

2 ... Resistance, in one line, of a regular series line-
load (ohms l_).

2 . . .In plane-cylinder theory, the sum of the radii
of two parallel eccentric cylinders (cm.).

Sy . . . Sum of the three admittances of a triple star
(mhos /.).

Zs . . . Sum of the three impedances of a delta
(ohms /_).

a ... Resistance inserted between line and ground
at receiving end of line (ohms /.).

a = 2 /2 . . In theory of loaded lines, half of the resistance
of a regular load inserted in each line
(ohms /.).

o'                         Resistance inserted between line and ground

in each wire of a loop (ohms /_).

a              . . Resistance inserted between the receiving

ends of a loop-line (ohms /.).

o              . .In plane-cylinder theory, the radius of a

cylinder (cm.).

T . . .A triple star, or Y, connection of three im-
pedances, externally equivalent to a line
(ohms /.).

t                          Time elapsed since a certain epoch (seconds).

t __. Cll m f Time-constant of a submarine cable (seconds
or farad-ohms).

Uo           . .In oscillating-current theory, the initial value

of a vector discharging e.m.f. (volts /.).       .    Abbreviation of root-mean-square.
